9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9203100120 Confirms 920302-06,920316-20 & 920330-0403 dates for electrical distribu-
tion sys functional insp per 920128 Shymlock-Girard telcon.Presentation requested to
address listed issues.

JULIAN.C.A. Region 2 (Post 820201). 92/02/21. SKOLDS.J.L. South Carolina Electric
& Gas Co. 5pp. 60844:146-60844:150.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9203100230 Forwards corrected transmittal Itr dtd 920220 for insp rept 50-395/91-24.
VERRELLI.D.M. Region 2 (Post 820201). 92/02/26. SKOLDS.J.L South Carolina
Electric & Gas Co. 4pp. 60845:120-60845:123.

9203230027 Ack receipt of 920205 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-395/91-23.

REYES.LA. Region 2 (Post 820201). 92/02/27. SKOLDS.J.L. South Carolina Electric
& Gas Co. 2pp. 60984:043-60984:044.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203120094 Notification of contract execution.Task order 59: "Electrical Distribution Sys
Functional Insp - VC Summer."

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527-2.
92/03/02. SCHWINK.W.S. Program Management, Policy Development & Analysis
Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p.
60888:129-60888:131.

-9203120107 Ltr contract NRC-03-90-031,awarding task order 59, "Electrical Distribu-
tion Sys Functional Insp - VC Summer."

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 92/02/
26. SHIFTLETT.D.R. AECL Technologies. 2pp. 60888:130-60888:131.

9203120364 Notification of contract execution,task order 58,to "Electrical Distribution
Sys Functional Insp - Calvert Cliffs." ContractonAECL Technologies.
MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527-2.
92/03/02. SCHWINK.W.S. Program Management, Policy Development & Analysis
Staff {Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given, 1p.
60894:217-60894:219.

-9203120375 Ltr contract NRC-03-90-031,task order 58,definitizes task order proce-
dures for subj contract.to "Electrical Distribution Sys Functional Insp - Calvert Cliffs."
SCOTT.M.L, Contract Administration Branch 1 (Post 900603). FIN L-1527-2. 92/02/
26. SHIFTLETT.D.R. AECL Technologies. 2pp. 60894:218-60894:219.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203180158 Forwards insp rept 50-395/92-02 on 920127-31 .Concerns noted re pro-
gram developed in response to generic Itr 89-10. Program does not require all of test-
ing recommended in generic Itr.

GfBSON,A.F. Region 2 (Post 820201). 92/03/05. SKOLDS.J.L. South Carolina Electric
& Gas Co. 3pp. 60936:227-60936:252.

-9203180161 Insp rept 50-395/92-02 on 920127-31 .Concerns noted in some areas &
strengths also noted.Major areas inspectediprogram developed In response to generic
Itr 89-10, "Safety-Related Motor-Operated valve Testing & Surveillance."
SMITH.C., KELLER.L. JAPE.F. Region 2 (Post 820201), 92/03/03. 23pp. 60936:230-
60936:252.

9203190125 Requests NRC approval to utilize ASME Code Case N-498 re alternative
rule for 10-yr hydrostatic pressure testing for Class 1 & 2 sys in inservice insp
program,since code case not currently listed in Reg Guide 1.147.
SKOLDS.J.L. South Carolina Electric & Gas Co. 92/03/11. WUNDER.G.F. Document
Control Branch (Document Control Desk). 1p. 60993:358-60993:358.

R. Periodic operating reports & related correspondence

9203060372 "Semi-Annual Effluent & Waste Disposal Rept for Jul-Dec 1991." W/
920228 Itr.

HUNT.S.R. South Carolina Electric & Gas Co. 91/12/31. 175pp. 60858:156-
60859:069.

9203090257 Monthly operating rept for Feb 1992 for VC Summer Nuclear Station.W/
920305 Itr.

HALTIWANGER.J., SKOLDS.J.L South Carolina Electric & Gas Co. 92/02/29. 7pp.
60882:258-60882:264.

S. Reportabie occurrences, LERs & related correspondence

9202210412 Provides addl info on loss of DHR at PWRs w/partially drained
RCSs.Calculations indicate that loss of DHR during mid-loop operation two days after
reactor trip could result in incipient fuel damage in about 1 h.
ROSENTHAL.J.E. Office for Analysis & Evaluation of Operational Data, Director.
IIT05-215-90, 87/06/29. HODGES.M.W. Reactor Systems Branch (870411-890826).
11 pp. 61035:032-61035:060.

9203030404 LER 92-002-00:on 920128,discovered that sample return line from radiation
monitor temporarily opened  & containment Phase A  isolation  valve would not
close.Caused by personnel error.Valve repaired & returned to svc.W/920228 Itr.
HIGGINS.W.R., SKOLDS.J.L.  South Carolina Electric & Gas Co. 92/02/28. 4pp.
60801:306-60801:309.

V. Operator Examinations

9203100037 Forwards info necessary for preparation of 920504-08 preparation visit &
exams scheduled for 920518-22.Requests RO & SRO license applications be submit-
ted 30 days before exams.

PEEBLES.T.A. Region 2 (Post 820201). 92/02/21. SKOLDS.J.L. South Carolina Elec-
tric & Gas Co. 11pp. 60843:199-60843:209.

DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR

R. Periodic operating reports & related correspondence

9203310256 "Univ of Virginia Reactor Facility Annual Rept.1991." W/ 920326 Itr.
FARRAR.J.P. Virginia, Univ. of, Charlottesville, VA. 91/12/31. MENDONCA.M. Non-
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 48pp,
61207:071-61207:118.

DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2

F. Security, medical, emergency & fire protection plans

9110170250 Informs that review of 1991 exercise objectives for proposed final scenario
package   for   utll   1991   emergency   preparedness   exercise   conducted   wk   of
911118,appear appropriate to meet emergency plan goals & requirements.
REESE.J.H. Region 5 (Post 820201). 91/10/07. SORENSEN.G.C. Washington Public
Power Supply System. 2pp. 60948:040-60948:041.

9203030027 Forwards SALP board rept 50-397/91-43 for 900901 through 911231,Over-
all performance acceptable & directed towards safe facility operation.
MARTIN.J.B. Region 5 (Post 820201). 92/02/11, MAZUR.D.W. Washington Public
Power Supply System. 3pp. 60753:082-60753:109.

-9203030035 SALP board rept 50-397/91-43 on 990901 through 911231. Overall per-
formance acceptable & directed towards safe facility operation.
* Region 5 (Post 820201). 92/02/11. 25pp. 60753:085-60753:109.

9203050025 Ack receipt of 920131 Itr re 911216 insp rept 50-397/91-41, clarifying that
fire brigade personnel tests are not required unless physician deems necessary.
KIRSCH.D.F. Region 5 (Post 820201). 92/02/21. SORENSEN.G.C. Washington Public
Power Supply System. 3pp. 60790:113-60790:116.

9203050252 Responds further to 10CFR50,Appendix E.section Vl.4.a. on requirement to
submit Emergency Response Data Sys plan by 9ll028.Util will use plant prime com-
puter w/new software to assure compliance & 60 min response per
10CFR50.72(a)(4).

SORENSEN.G.C. Washington Public Power Supply System. 92/02/26. Document
Control Branch (Document Control Desk). 2pp. 60823:328-60823:329.

9203060021 Advises that all elements of Reg Guide 5.66 implemented to satisfy re-
quirements of 10CFR73.56 re personnel access authorization for nuclear power
plants.

SORENSEN.G.C. Washington Public Power Supply System. 92/02/27.  Document
Control Branch (Document Control Desk). 1p. 60840:321-60840:321.

9203110272 EPIPs including.Rev 7 to EPIP 13.12.3,Rev 8 to EPIP 13.12.11 & Rev 8 to
EPIP 13.12.15.

SCHNELL.J.L. Washington Public Power Supply System. 92/03/04. 40pp. 60923:314-
60923:353.

9203310260 Provides update of offsite radiological emergency preparedness exercise
deficiencies identified by FEMA & open Areas Requiring Corrective Actions (ARCA)
identified by FEMA.

SORENSEN.G.C. Washington Public Power Supply System. 92/03/12. REESE.J.H.
Region 5 (Post 820201). 16pp. 61224:116-61224:131.

9203200164 Informs that rev 11 to safeguards contingency plan consistent w/
10CFR50.54(p) & acceptable.

REESE.J.H. Region 5 (Post 820201). 92/03/13. SORENSEN.G.C. Washington Public
Power Supply System. 2pp. 61111:324-61111:325,

9203250060 Ack reciept of 911121 response re insp rept 50-397/91-27 concerning
emergency operating procedure development.Frorn review of document.NRC deter-
mined that supply sys addressed pre-restart commitments on operator training.
KIRSCH.D.F. Region 5 (Post 820201). 92/03/17. SORENSEN.G.C. Washington Public
Power Supply System. 92pp. 61070:154-61070:245.

9203300186 Forwards trip rept re 920303 request for addl technical info re Thermo-Lag
fire barriers.Technical rept providing addl details will be provided in two weeks.
THADANI.A. Plant Systems Branch. 92/03/18. MARION.A. Nuclear Management &
Resources Council  (NUMARC) (formerly Nuclear Utility Manage.  1p.  61122:016-
61122:077.ns noted but not
